Brief comment text:

As an Amateur Radio Operator licensed by the FCC and a user of the frequency range in question I regret any actions that would hinder the usability and performance of low power transceivers I currently have operating in this spectrum. I fully defend any changes to current rules that will most likely cause interference and would consider this action malicious in regards to causing problems with my lawfully purchased and legally deployed amateur radio and Meshtastic equipment.
